Front: 

Sent: 

To: 

Cc: 


Subject: 


Stevenson, Allan (DPH) </0=C0MM0NWEALTH OF 

MASSACHUSETTS/OU=DPH/CN=RECIPIENTS/CN=ASTEVENSON> 

Monday, November 7, 2005 10:26 AM 

Pribeck, Kristen (DPF1) <Kristen.Pribeck@dph.state.ma.us> 

Stevenson, Allan (DPF1) <Allan.Stevenson@dph.state.ma.us>; Hanchett, James 
(DPF1) <James.Hanchett@dph.state.ma.us>; Salem, Sharon (DPH) 
<Sharon.Salem@dph.state.ma.us>; Farak, Sonja (DPH) 

<SonjaEarak@dph. state.ma.us>; Pontes, Rebecca (DPH) 
<Rebecca.Pontes@dph. state.ma.us> 

Biological Safety Cabinets 


Hello Kristen, 

We do not use a biological safety cabinet in the Amherst Drug Analysis Laboratory, so the following people will 
not need biological safety cabinet training: Stevenson, Allan (DPH); Hanchett, James (DPH); Salem, Sharon 
(DPH); Farak, Sonja (DPH); Pontes, Rebecca (DPH). 

Allan Campbell Stevenson 
Mass. Dept, of Public Health 
Western Mass. Public Health Center 
Amherst, MA 01003 
413-545-2606 

allan. stevenson@state. ma. us 
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